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Palo Alto Airport Levee Insp ection 


Background 


This inspection of Palo Alto Airport Levee was completed pursuant to an agreement that the Santa 
Clara Valley Water District entered into August 22, 1979. Section 1 of this agreement stipulates that 
the Water District conduct visual inspections to Baylands levees annually, and report all findings 
which show the need for preventative maintenance to the appropriate agency. A copy of the original 
agreement is located in section 2 of this report. Pursuant to section 5 of the agreement, “each party 
accepts the responsibility of maintaining levees within its jurisdiction”. 


The Airport levee field inspection was conducted on January 9, 2013 by the Santa Clara Valley 
Water District. This report is divided into 5 sections. Section 1 gives an overview of the report and its 
general findings. Section 2 shows a map of the Palo Alto Airport levee. Section 3 has a copy of the 
original agreement between the Santa Clara Valley Water District, the City of Palo Alto, and the 
County of Santa Clara. Section 4 contains a sheet which lists the categories and ratings which were 
applied to the items identified during the actual field inspection. Section 5 contains an individual 
sheet for each item recorded during the field inspection. 


Summary of Findings and Recommendations 


Per Agreement Relative to Baylands Levees of 1979, all deficiencies identified during this inspection 
fall under County of Santa Clara’s jurisdiction. Refer to the map included in the Agreement within 
this report. . 


Work was noted on the section of the levee south of the runway. Woody growth and vegetation had 
been cut back. It also appeared that an attempt to fill rodent holes in this section had been made. 
Despite these efforts, there continues to be several deficiencies identified during the Palo Alto 
Airport levee inspection. 


The first item is the grassy slopes and general woody vegetation on both the inboard and outboard 
slopes of the levee. There also are areas where woody vegetation is encroaching onto the crest of the 
levee. The presence of vegetation makes a visual inspection of the levee difficult as one cannot 
clearly see the actual levee surface. It is recommended that the grasses be mowed down and 
additional woody vegetation be cut back and/or removed. 


The second item identified was the burrowing animal activity along the entire reach of the levee. 
Some of the holes on the southern section of the levee had been filled with slurry. In some instances 
the rodents had appeared to dig through the slurry in addition to creating new burrows. Burrow holes 
ranging in size from a few inches to over a foot wide were identified. These were on both the inboard 
and outboard sides of the levee. They are at the toe, along the slopes, and on the crest of the levee. 
Based on just visual inspection, several of the holes appear to cross perpendicular through the levee. 
These holes could ultimately cause the levee to be breached. It is recommended that an engineer 
inspect these holes to verify if they have impacted the overall integrity of the levee. We also 
recommend some action be taken to control the burrowing rodent population within the levee area to 
potentially reduce the amount of burrowing within the levee in the future. 


February 14, 2013 


recommend some action be taken to control the burrowing rodent population within the levee area to 
potentially reduce the amount of burrowing within the levee in the future. 


The last item noted is a portion of the levee that is inaccessible both by foot or vehicle. This area is 
located from station 28+00 to 35+00 and is just before the airport landing strip begins (see attached 
map). A visual inspection indicates this portion of the levee is heavily vegetated. It is recommended 
that the vegetation be removed so that a thorough inspection can be performed. 


Some minor issues include rutting and standing water on the levee access road in the northwest 
portion of the levee. There is also a drainage swale at the end of the runway near station 35+00 
which should be cleared of vegetation and sediment to insure proper drainage. It also appears that 
this drainage structure is cracking and separating from itself. This may cause eventual failure of this 
structure. 


More detailed information including location, description, and photos of each item identified is found 
on the individual sheets located in section 5 of this report. 


Overall, the issues that we recommend be addressed include overgrowth of vegetation on the slopes 
and crest of the levee and the abundance of rodent burrows in the levee which may affect the 
function of the levee. It is our recommendation that the burrow holes be reviewed and inspected by a 
certified engineer. 


Please contact us with any questions or concerns regarding this inspection report. 


Thank you, 


Carol Fredrickson 
Santa Clara Valley Water District 
West/Guadalupe Watershed Field Operations Manager 
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AGREEMENT 
RELATIVE TO BAYLANDS LEVEES 
COUNTY OF SANTA CLARA, a subdivision of the State of.California, 
hereinafter "County"; and 


CITY OF PALO ALTO, .a.municipal corporation of the. State.of 
California, hereinafter "City"; and 


SANTA CLARA VALLEY WATER DISTRICT; 'a.local public agency of 
the State of California, hereinafter "District"; 


AGREE this 22,4 day of | Quss ak , 1979 
as follows: 
RECITALS : 

A. “Exhibit A," so marked, hereunto attached and made a part 


hereof, shows certain San Francisco baylands levees and 
indicates as to such levees the maintenance responsibility 
of County, City and District. 


B. District is able to survey and establish elevations of 
: levees and is prepared to perform such a service for County 
and City pursuant to this agreement. ae 


Cc. In emergencies County, City and District are prepared to 
take necessary maintenance and repair: action without re- 
gard to jurisdiction, adjusting the cost thereof in accord- 
ance with this agreement. 


AGREEMENT: 


1. At least once each year District shall make visual-inspections. 
of County's and City's said levees.. District may enter upon lands 
of County or City, shown on said Exhibit A, for: such purpose. District 
will report all findings which show the need for preventive..maintenance 
to the appropriate agency. 


2. From time to time District may notify County or..City. that. 
there is a need to establish by appropriate .survey, the.elevation 
of County's or City's said .levees.. If .County or City..shall. then. 
provide written authority so to do, District.may make..such. survey. 
and shall provide County or City with the data se found.. Upon District 
certification, County or City shall promptiy repay. to. District the . 
actual and necessary cost of .said work.'..City or County may elect 
to perform the survey work with their own: personnel..or by- others 
if they believe it is more appropriate to do so. 


3. If County, City or District reasonably perceive the necessity 
of immediate emergency repair’upon the other's‘levees, such work 
may be done without prior permission, provided, that the party so 
acting shall notify the others of the work at the earliest possible 
time, whether before, during or after the prosecution thereof. 
Such notice shall be given to the individual and at the telephone 
numbers which each party will from time to time supply to the others 
in writing. The party performing such emergency-work may certify 
to the party on whose levee work was done the actual and nensasery 
cost thereof, which cost shall be promptly repaid. 


4. Costs, repayable under paragraphs 2 and 3 above shall include 
labor, materials, use of equipment and services and supplies secured 


Pad 


from vendors or contractors. Each party shall keep proper and suf- 
ficient records of such costs which records shall be open to inspec- 
tion by the others at all convenient times. 


5. Except as noted above for situations of emergency, each 
party accepts the responsibility of maintaining the levees within 
its jurisdiction as indicated on said Exhibit A. 


6. During any period when a party is on the property of another 
doing work pursuant to this agreement, the party so working shall 
save, defend and hold harmless the other from damage or loss or 
claim thereof howsoever arising by reason of such work. 


7. District shall apply to the Corps of Engineers and to San 
Francisco Bay Conservation and Development Commission for a general 
period to cover maintenance of District levees and levees of City 
and County in San Francisco Baylands areas. District shall request 
that such general permit pertain to all permittees of District, 


8. Until such time as the above-mentioned general permit is 
obtained, City and County shall be responsible for obtaining all 
necessary permits for such levee maintenance. 


9. If the above-mentioned permit is obtained, City and County 
shall thereafter obtain a permit only from District for. levee main-~ 
tenance. 


10. This agreement may be terminated as to any party.upon. 
written notification to the others given thirty (30) days. before 
the date of such termination. Such notice shall be directed to 
the County Executive of County at its business address or to the 
City Manager of City at its business address and to the General 
Manager of District at its business address. 


WITNESS OUR HAND, the day and year first hereinabove set forth. 
COUNTY OF SANTA CLA 


Clerk of the Board of Superv ChairpeNon, Boacdf Supervisors 
APPROVED AS TO FORM: JUL 2 1979 


CITY QE PALO ALTO 


APPROVED AS TO FORM: 


enior Assistant Ciffy Attorney 


ATTEST: 


APPROVED AS TO FORM: 
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Inspection Categories and Ratings 


CONDITION CODES 
A= As buill/New 
B = Good 
C = Requires FOA Evaluation or Monitoring 


D = Requires Corrective Action (i.e. Work Order, Violation, Engineer 
Review, Notification, etc.) 


E = Requires {mmediate Action 


FACILITY TYPES 

Levee Landside 

Outboard Bridge 

Levee Waterside 

Inboard Cellular Concrete Mat 
Levee Crown or Road Outfall 

Earth Channel Slide Gate 
Concrete Lined Channel Flap Gate 


Overflow Channel Culvert (Box, RCP, CMP, etc. 
Fish Structure 


Revegetation Site 


CATEGORIES (Maximo Job Plan & Other) | 
Emergency Debris Removal (EMR) | Misc. Property Maintenance (MSC) 


Pier Nose/Trash Rack/Flapgate 
Erosion (ERO Cleaning (PTF) 


Fence/Gate Work (FEN) Sediment (SED) 
Fish Structure Maintenance (FSH) Sign Work (SGN) 


Good Neighbor Maintenance 
Tree (TRE) 


Graffiti Removal (GRF) Trash and Debris (TRS) 


Ground Squirrel/Rodent Control 
(GSC) Overhanging Growth (VWG 


Hazardous Materials (HAZ) Typical (TYP) 
In Stream Vegetation (ISV) Violation (VIO) 
Motor Grading (MGR) ee ee 


Direction of Photo - Upstream (U/S), Downstream (D/S) or At Location (AT) 


Watershed Operations - Photo Library Serta Coe Vay een’) 


Inspector © REBECCA WOLFF, RAY BRAMER Photold (i 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 0+00 
Maximo Workorder Us Station 0+00 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Left,Right Rating D(Requires Corrective Action) 


Photo Descr Rodent holes in reach - typical Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sorta Coe Valo Wears) 


Inspector REBECCA WOLFF, RAY BRAMER Photo ld [i 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Gasiation: Ot 

Maximo Workorder Us Station 0+00 


Jurisdiction None 


Purposelnspection Facility Type Levee Category Typical(TYP) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Upstream Looking U/S Middle Rating B(Good) 


Photo Descr Typical looking U/S from end of runway at Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sela Cae Valo eos 


Inspector REBECCA WOLFF, RAY BRAMER Photo Id 

Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 

Maximo Facility Number 1000000 Ds Station 0+50 

Maximo Workorder Us Station 0+50 
Jurisdiction None 

Purposelnspection Facility Type Levee Category Motor Grading(MGR) 

Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 

Direction Upstream Looking U/S Middle Rating D(Requires Corrective Action) 


Photo Descr Rutting in road, could use all weather topping - Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sera Core Valey Wot ostia() 


Inspector REBECCA WOLFF, RAY BRAMER Photo Id OA, IRE ne 
Facility Name Northwest Zone Facility Number 1000 Date Taken 0O9-JAN-13 
Maximo Facility Number 1000000 pare lee 

Maximo Workorder Us Station 1+00 


Jurisdiction None 


Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Left,Right Rating D(Requires Corrective Action) 


Photo Descr Rodent Holes in levee, typical in reach - Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Serta Coe Veloce Ost) 


Inspector | REBECCA WOLFF, RAY BRAMER Photold (i 

Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 

Maximo Facility Number 1000000 Ds Station 2+50 

Maximo Workorder Us Station 2+50 
Jurisdiction None 

Purposelnspection Facility Type Levee Category Miscellaneous(MSC) 

Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 

Direction Across Looking U/S Right Rating C(Requires FOA Evaluation or Monitoring) 


Photo Descr Ponding at airport near levee toe - Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Saka Cae Voey ela Osi () 


Inspector | REBECCA WOLFF, RAY BRAMER Photold (TSS 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 2+50 

Maximo Workorder Us Station 2+50 


Jurisdiction None 


Purposelnspection Facility Type Levee Category Vegetation - 
Herbaceous(VGH) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Upstream Looking U/S Left,Right Rating D(Requires Corrective Action) 


Photo Descr Grassy slopes, difficult to do visual inspection - mow program? Palo Alto AirportLevee Qty Units 


Watershed Operations - Photo Library Serta re Valey Wet Ostia () 


Inspector REBECCA WOLFF, RAY BRAMER Photo Id met a ee a 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 10+00 
Maximo Workorder Us Station 10+00 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Motor Grading(MGR) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Upstream Looking U/S Middle Rating D(Requires Corrective Action) 


Photo Descr Rutting in road, standing water at top of Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sela oe Valo Weta Ost) 


Inspector | REBECCA WOLFF, RAY BRAMER Photold (i 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 10+00 
Maximo Workorder Us Station 10+00 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Right Rating D(Requires Corrective Action) 


Photo Descr Rodent Holes in Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sera Cre Valey Wot itt) 


Sears Sweet oe” 5). ac” 
W2037r27' 43, 33” 


Inspector REBECCA WOLFF, RAY BRAMER Photo Id ALS CORNED coh, 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 13+50 
Maximo Workorder Us Station 13+50 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Vegetation - 
Woody(VGW) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Upstream Looking U/S Left Rating D(Requires Corrective Action) 


Photo Descr Woody growth on Palo Alto Airport levee Qty Units 


Watershed Operations - Photo Library Sela Coe Valey ee Ossit) 


Inspector | REBECCA WOLFF, RAY BRAMER Photold (i 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ceeanen: Whee 

Maximo Workorder Us Station 13+50 


Jurisdiction None 


Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Upstream Looking U/S Left Rating D(Requires Corrective Action) 


Photo Descr Rodent Holes in Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sela ae Voloy east 


Inspector © REBECCA WOLFF, RAY BRAMER Photold [i 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 13+50 
Maximo Workorder Us Station 13+50 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Right Rating D(Requires Corrective Action) 


Photo Descr Rodent Holes in Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Seta Cae Voy Wel Osi) 


Inspector REBECCA WOLFF, RAY BRAMER Photo Id a 4 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 16+00 
Maximo Workorder Us Station 16+00 
Jurisdiction None 

Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 

Street Address Cross Street D/S Geng Rd City NamePALO ALTO 

APN 
Direction Downstream Looking U/S Right Rating D(Requires Corrective Action) 


Photo Descr Rodent Holes in Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sera re Veley Wee Ost () 


Inspector REBECCA WOLFF, RAY BRAMER Photo Id 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 19+00 
Maximo Workorder Us Station 19+00 
Jurisdiction None 

Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 

Street Address Cross Street D/S Geng Rd City NamePALO ALTO 

APN 
Direction Across Looking U/S Right Rating D(Requires Corrective Action) 


Photo Descr Fresh Rodent Holes in Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Seta Ce Velo tor Osi) 


Inspector REBECCA WOLFF, RAY BRAMER Photo Id * OO eETIOB al 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 19+50 
Maximo Workorder Us Station 19+50 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Left,Right Rating D(Requires Corrective Action) 


Photo Descr Fresh Rodent Holes in Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sera ae Velo ees’) 


Inspector REBECCA WOLFF, RAY BRAMER Photo Id 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 21+00 
Maximo Workorder Us Station 21+00 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Vegetation - 
Woody(VGW) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Upstream Looking U/S Left,Right Rating D(Requires Corrective Action) 


Photo Descr Woody growth on Palo Alto Airport levee Qty Units 


Watershed Operations - Photo Library Serta oo Veloy wea Ossit) 


Inspector | REBECCA WOLFF, RAY BRAMER Photold (i 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 21+00 
Maximo Workorder Us Station 21+00 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Vegetation - 
Woody(VGW) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Upstream Looking U/S Left,Right Rating D(Requires Corrective Action) 


Photo Descr Woody growth on Palo Alto Airport levee Qty Units 


Watershed Operations - Photo Library Sela oe Vely elo Ossie’ 


Inspector | REBECCA WOLFF, RAY BRAMER Photold (TSS 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 27+50 
Maximo Workorder Us Station 27+50 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Right Rating D(Requires Corrective Action) 


Photo Descr Rodent holes in Palo Alto Airport levee Qty Units 


Watershed Operations - Photo Library Serta delay Wot sta ( 


Inspector REBECCA WOLFF, RAY BRAMER Photo Id y ASD chee 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 30+00 

Maximo Workorder Us Station 35+00 


Jurisdiction None 


Purposelnspection Facility Type Levee Category Miscellaneous(MSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Upstream Looking U/S Middle Rating C(Requires FOA Evaluation or Monitoring) 


Photo Descr No Access - Restricted Area - Overgrown Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sera ae Velo eters) 


Inspector | REBECCA WOLFF, RAY BRAMER Photold ii 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 30+00 
Maximo Workorder Us Station 30+00 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Upstream Looking U/S Right Rating D(Requires Corrective Action) 


Photo Descr Rodent Holes in Palo Alto Airport Levee in Restricted Area Qty Units 


Watershed Operations - Photo Library Seka oe Voley Wot Ost) 


Inspector REBECCA WOLFF, RAY BRAMER Photo Id SURURIZ0A ne 
Facility Name Northwest Zone Facility Number 1000 Date Taken O09-JAN-13 
Maximo Facility Number 1000000 Ds Station 30+00 

Maximo Workorder Us Station 35+00 


Jurisdiction None 


Purposelnspection Facility Type Levee Category Vegetation - 
Herbaceous(VGH) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Downstream Looking U/S Left,Middle,Rigtating D(Requires Corrective Action) 


Photo Descr Overgrown veg on restricted area Palo Alto Airport Levee, difficult for visual inspection Qty Units 


Watershed Operations - Photo Library Sera Ce Veloce Ost) 


Inspector | REBECCA WOLFF, RAY BRAMER Photold (i 

Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 

Maximo Facility Number 1000000 Ds Station 35+00 

Maximo Workorder Us Station 35+00 
Jurisdiction None 

Purposelnspection Facility Type Levee Category Miscellaneous(MSC) 

Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 

Direction Across Looking U/S Middle Rating C(Requires FOA Evaluation or Monitoring) 


Photo Descr Drainage structure separating, cracking. Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sakae Voey lar Osi ( 


Inspector | REBECCA WOLFF, RAY BRAMER Photo ld (A203 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 35+00 
Maximo Workorder Us Station 35+00 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Right Rating () 


Photo Descr Rodent holes in Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sela Cae Valo ies) 


Inspector | REBECCA WOLFF, RAY BRAMER Photold [207 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 35+00 
Maximo Workorder Us Station 35+00 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Middle Rating D(Requires Corrective Action) 


Photo Descr Rodent holes in Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Serta Cae Voley ler Osi) 


Inspector © REBECCA WOLFF, RAY BRAMER Photold (20S 

Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 

Maximo Facility Number 1000000 Ds Station 36+00 

Maximo Workorder Us Station 36+00 
Jurisdiction None 

Purposelnspection Facility Type Levee Category Typical(TYP) 

Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 

Direction Upstream Looking U/S Middle Rating B(Good) 


Photo Descr Typical Palo Alto Airport Levee, woodys have been cut but not treated Qty Units 


Watershed Operations - Photo Library Sera re Vale Wet Ossit () 


Inspector | REBECCA WOLFF, RAY BRAMER Photold (A206 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 36+50 
Maximo Workorder Us Station 36+50 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd ieee ALTO 
Direction Across Looking U/S Right Rating D(Requires Corrective Action) 


Photo Descr Rodent Holes in Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Serta Ce Voley Wl Ott ( 


Inspector © REBECCA WOLFF, RAY BRAMER Photold (207 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 36+85 
Maximo Workorder Us Station 36+85 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Left Rating C(Requires FOA Evaluation or Monitoring) 


Photo Descr Plugged Rodent Holes in Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sera re Veley West) 


Inspector REBECCA WOLFF, RAY BRAMER Photo Id J 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 37+00 
Maximo Workorder Us Station 37+00 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Right Rating D(Requires Corrective Action) 


Photo Descr Rodent Holes in Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sela Coe Valoy eesti) 


Inspector © REBECCA WOLFF, RAY BRAMER Photold (ON 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 37+50 
Maximo Workorder Us Station 37+50 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Left Rating D(Requires Corrective Action) 


Photo Descr Plugged Rodent Holes in Palo Alto Airport Levee have been dug out by rodents Qty Units 


Watershed Operations - Photo Library Sera re Valey Wet Osina() 


Inspector REBECCA WOLFF, RAY BRAMER Photold (i270 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 37+70 
Maximo Workorder Us Station 37+70 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Upstream Looking U/S Left Rating D(Requires Corrective Action) 


Photo Descr Rodent Holes in Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sera ao Valo Wea Ost) 


Inspector REBECCA WOLFF, RAY BRAMER Photold (i 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 38+00 
Maximo Workorder Us Station 38+00 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Left Rating D(Requires Corrective Action) 


Photo Descr Rodent Holes in Palo Alto Airport Levee, some plugged, some fresh Qty Units 


Watershed Operations - Photo Library Sera re Veloce Osi) 


Inspector | REBECCA WOLFF, RAY BRAMER Photold (i 

Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 

Maximo Facility Number 1000000 Ds Station 39+40 

Maximo Workorder Us Station 39+40 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 

Direction Across Looking U/S Left Rating D(Requires Corrective Action) 


Photo Descr Rodent Holes in Palo Alto Airport Levee, plugged hole has been dug out by rodent Qty Units 


Watershed Operations - Photo Library Sera Ce Valoy weer Ossit() 


Inspector | REBECCA WOLFF, RAY BRAMER Photo Id ERE TB ee i 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 41+00 

Maximo Workorder Us Station 41+00 


Jurisdiction None 


Purposelnspection Facility Type Levee Category Vegetation - 
Woody(VGW) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Upstream Looking U/S Left,Right Rating D(Requires Corrective Action) 


Photo Descr Woody Growth on Palo Alto Airport Levee was cut but not treated. Growing back Qty Units 


Watershed Operations - Photo Library Sela ae Vely eesti 


Inspector | REBECCA WOLFF, RAY BRAMER Photold (2a 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 42+80 
Maximo Workorder Us Station 42+80 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Miscellaneous(MSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Right Rating C(Requires FOA Evaluation or Monitoring) 


Photo Descr Utility boxes on Palo Alto Airport Levee should be reset as needed Qty Units 


Watershed Operations - Photo Library Seta Cae Vales 


Inspector REBECCA WOLFF, RAY BRAMER Photo Id AT TAIRIB eet 
Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 
Maximo Facility Number 1000000 Ds Station 44+00 
Maximo Workorder Us Station 44+00 
Jurisdiction None 
Purposelnspection Facility Type Levee Category Rodent Control 
Needed(GSC) 
Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 
Direction Across Looking U/S Left Rating D(Requires Corrective Action) 


Photo Descr Rodent holes in Palo Alto Airport Levee Qty Units 


Watershed Operations - Photo Library Sera re Veley Wet Ostet () 


Inspector | REBECCA WOLFF, RAY BRAMER Photold [i 

Facility Name Northwest Zone Facility Number 1000 Date Taken 09-JAN-13 

Maximo Facility Number 1000000 Ds Station 45+60 

Maximo Workorder Us Station 45+60 
Jurisdiction None 

Purposelnspection Facility Type Levee Category Miscellaneous(MSC) 

Street Address Cross Street D/S Geng Rd City NamePALO ALTO 
APN 

Direction Upstream Looking U/S Middle Rating B(Good) 


Photo Descr_ Trenching at end of Palo Alto Airport Levee in road for new line Qty Units 


